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STATINTL 


EXHIBIT NO. 2 TO CONTRACT NO. HAF-CT-691, Customer 3 


FROM cBaird-Atomie} Inc. CONTRACTOR WARRANTS PRICES CONFORM TO THE 


PRICE FORMULA IN EFFECT ON THE DATE 
STATINTL, PRISES ARE FAIR AND REASONABLE: THI 
ar HEREBY APPROVED iN THE AMOUNT OF § 
TEM QUA \ 
NOs«| PART NO. NOMENCLATURE TITY|UNIT PRICH TOTALS 
is 20 


2. |10g72-12P1 
3. |10372-12P2 5, 237. 80 
8, 058, 00 


255, 30 


214. 88 
| (Replace) 10 | 130.27 | 1, 302.70 
10634-496 Averager Assembly ; - ee 
10682 -92 Face Gear ed fa 31. 90 
10682-97, 99 Upper Sector Gear 1 76, 08 = 
10511-28 . {Prism Support Bearing d 7. 44 
|10634-339 Complete Elevation Txiin 2 162, 54 
10634-323 & 332 {Prism Support I 112.57 
20634-337- Rack Assy 2 127. 59 
( 10634-371 Desiccant Cartridge 10 8.43 
Entire Top Story 1 188. 02 
. 10375-25 Corrector Lens 2 26, 86 


Shipping Container & Pack- 
aging 


a, 712.25 
$19, 102. 42 


Nw 
wm 


68. 49 


PRESERVATION, PACKING : DELIVERY COMPLETED BY: 25 July 1960 
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STATINTL STATINTL : 


APPROVED PRODUCTION LIST NO. 2 TO CONTRACT NO, HF-CT-691, Custome : 
ro approver. A-KY¥- ES sicneo ~ 
10 Baird-Atomic, Inc. ,——_—~PREPARFD. 28 March 1960 SIGNED 

THROUGH —y 


Control Knobs 
High Index Prism Coating 
High Index Prism Coating 
Dome i. 
Azimuth Heading Knob 
Kaydon Bearing (Repair) 
(Replace) 
10634-496 Averager Assembly 
10682-92 ‘| Face Gear 
10682-97, 99 Upper Sector Gear 
10511-28 Prism Support Bearing 
10634~339 Complete Elevation Train 
10634-323 & 332 | Prism Support 
10634-337 - |Rack Assembly 
10634-371 Desiccant Cartridge 
Entire Top Story 
1037525 Corrector Lens 
Shipping Container & 
Packaging 


od or 
Ne OWN Re DS) pe pe 
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an 


1, 712.25 
p19, 102, 42 


PRESERVATION, PACKING: = CéELIVERY COMPLETED BY: 25 July 1960 
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